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AGENDA 

EQUIPMENT BOARD 



Meeting No. 2-62 


s 7 February 1962 
: 1^00 

: OC Conference Room 

NEW BUSINESS 

1* presentation for Board approval of the changes in R&D 

projects and priorities which have been made in order to adjust to 
the current budget. ^ 

2. Status report on AS-3 system problems. 
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